CITY HALL AND DIME BANK BUILDINGS. 

DETROIT. MICH. 

The Dime Bank Building la the Largest Office Building 
in Michigan. It is 23 stories in height, and contains 1000 
offices. The Street at left of City Hall is Michigan Avenue, 
which extends to Chicago, nearly 300 miles away. 
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